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[" _. Drrections for placing the eo or Plates. 


They being regularly numbered (except two, Pirdicning the Uterus) ietising 


with TAB. I. the ground or principal plate. The Uterus without blood-vessels, is 


fesrhed with the letter (A) ; the other, on which blood-vessels are represented, is: 


marked with (B). Those tables which have the letter (A) added after the number, 
are to be placed under the delineation of the Uterus having that letter. All the 


tables with the letter (B) are to be placed under the delineated Uterus marked (B)... 


Some of the heads being i in such directions, as to occasion a much greater dis- 


tention of the mouth and neck of the Uterus. than others; for this reason the 


Pgerus marked (A) will occasionally be found applicable, to give a more correct 


illustration. TAB. XI. being complete of itself, does not require the eae 


of the Uterus, marked (A) or (B). 


ee 


ROYAL COLLEGE OF PHYSICIANS 
LIBRARY 
7 


T4B. XT. 


Z 


ondon Lublished Oct 78U, by Ja “Sfgban. 


B 
‘ ’ 
—gAB, MO 
. 3 ir 
ed 
& fc 
« 
» 
’ 
A : 
~~. 
: 
j 
‘ / 
j 
‘ } 


Sa’ Hogben. 


L VEN, by » 


r 


eA ETE 


London Published 6 Tet: 


(B) 


] 
| 
ly 


eR 


Ett 
os 
Ut 


TAB. XT. 


Z 


ondon Published Octls VEU, by Ja “tgban. 


: 
i 
| 


% Re. 
Be) 
; i TAB ae 
M, +P 
‘ Rh 
i 5 
a 
> 
’ 
= — 
nal 
? 
ie 
‘ 
= / 
; / 
: S| 
‘ | 


London. Lublished Oct? 16M, by Fa “Hogbhen a 


‘Tas fi lag ben. 


hed Oct! 2, 161, by 


Lublis, 


? 
OnGAPR 


Z 


London Published Oct! 7. 767, by Jas lhgben. 


London Published Oct! 1.7671 by Ja “Hogban. 


PED PIL P A a 


s 
» 
d 
S 
as 
S 
S 
s 
x 
Ne 
x 
y 
S 
y 
N 
= 
= 
SS 
= 
| 
s 
8 
S 


a) Ry 
wy i 


we 


- - ~~ ~ ~ - — — a ee See es 
i = - = ar ere pee ae = © oo Psemerrer er er ) 
) 
1 = 


. zB 
. Ua Qo] cf? NG UGLA LPO POUND LOPE | 


TAB. VU. 
(B) 


FS 
S 
> 
s 
~ 
S 
> 
XS 
ix 
x 
y 
Ke 
~ 
X 
y 
s 
S 
SS 
& 
s 
S 
Ss 
s 


U2Qeoyy gf" Aq UGLALPO PPEURPL CPU | 


esos 


SE=- 


at 


! 
uf 


ess —E ee ———EEE - 4 


IRARL 


ee 
PERN Vrcerenss 


23 Oe 
ADEE FEO 


ah 


a = . = ——— 
——EEE —————EE : 
= ——— 
. eae a > . 


ee 


B. IV. 


» 


fi 
| 
) te 
TAB. II. 
ee BS) 


> ees 


\ 


"Pas TABLET, when placed over TAB. III, and 

under TAB. XI, is to represent the Perineum, as 
when distended by the pressure of the head of the 
child in this stage of labour; at which time the appli- 

cation of the hand over the perineum, is necessary, to 
protect it from being lacerated, whether the forceps be 
applied or not ; and as the head (if large) continues ad+ 
vancing through the os-externum, the distention must 
still be greater, Vide Obstetric Studies, pages36, 104. 
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